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9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203040258 Requests addl info on swing bus transfer scheme for review of TS change
request for undervoltage setpoints at 480V Load Ctrs.

AULUCK.R. Project Directorate II-2. 92/02/28. GOLDBERG.J.H. Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 60799:167-60799:169.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203230018 Ack receipt of 920129 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-250/91-45 & 50-251/91-45.

SINKULE.M.V. Region 2 (Post 820201). 92/03/02. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 60984:034-60984:036.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203170178 Notification of shipment of info requested per NRC Itr dtd 920221,in sup-
port of insp scheduled for wk of 920316,on Generic Ltr 89-10, "Safety-Related Motor-
Operated Valve Testing & Surveillance."

PLUNKETT.T.F. Florida Power & Light Co. 92/03/09, Document Control Branch (Doc-
ument Control Desk). 1p. 60992:350-60992:350.

9203260101 Forwards insp repts 50-250/92-05 & 50-251/92-05 on 920218-21.No viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 92/03/18. GOLDBERG.J.H. Florida Power &
Light Co. 4pp. 61083:185-61083:189.

-9203260106 Partially withheld insp repts 50-250/92-05 & 50-251/92-05 on 920218-21
(ref 10CFR73.21).No violations noted.Major areas inspected:physical security
program.including security program plans & audit & detection & assessment aids.
THOMPSON.D., MCGUIRE.D.R. F - -~ ------------- ------------          -------

61083:189.

, Region 2 (Post 820201). 92/03/16. 1p. 61083:189-

9203230238 Responds to violations noted in Insp Repts 50-250/91-52 & 50-251/91-
52.Corrective actions:PORV PCV-3-455C closed & RCS pressure recovered & night
order issued instructing personnel to conduct preevolution briefings.
GOLDBERG.J.H. Florida Power & Light Co. 92/03/19. Document Control Branch
(Document Control Desk). 3pp. 61077:214-61077:216.

R. Periodic operating reports & related correspondence

9203020118 Forwards "Fitness for Duty Program Performance Data" for Jul-Dec 1991.
BOHLKE.W.H. Florida Power & Light Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 10pp. 60755:344-60755:353.

9203040168 Forwards "Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Re-
lease Rept.Jul-Dec 1991," Health Physics Procedure O-HPS-042.8, "Dewatering Con-
trols for Radwaste Liners" & Rev 8 to PT-51, "Solidification...."
PLUNKETT.T.F. Florida Power & Light Co. 92/02/28. Document Control Branch (Doc-
ument Control Desk). 1p. 60802:306-60803:056.

-9203040170 "Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Release
Rept,Jul-Dec199l."

BERG.J.E., STEINKE.R.N., KAMINSKAS.V.A. Florida Power & Light Co. 91/12/31.
27pp. 60802:307-60802:333.

9203230337 Monthly operating repts for Feb 1992 for Turkey Point Units 1 & 2.W/
920312 Itr.

GOLDIE.M.E., PLUNKETT.T.F. Florida Power & Light Co. 92/02/29. 9pp. 61077:348-
61077:356.

S. Reportable occurrences, LERs & related correspondence

9203090195 LER 92-001-00:on 920202,discovered that rod cluster control indicators not
in agreement w/demand indication.Caused by temp variation in indications inherent to
sys design.In-core flux maps performed & indications adjusted.W/920302 Itr.
HANEK.O.I., PLUNKETT.T.F. Florida Power & Light Co. 92/03/02. 4pp. 60948:159-
60948:162.

9203240057 LER 91-007-01 :on 911210.4A sequencer found in condition where auto-
matic testing feature was not in svc due to failed sequencer auto test output card
relay.Subj card replaced & auto test feature disabled.W/920316 Itr.
KNORRJ.E., PLUNKETT.T.F. Florida Power & Light Co. 92/03/16, 5pp. 61224:142-
61224:146.

9203300130 Interim Part 21 rept re Westinghouse reactor vessel head adaptor tube
cracking.WOG approved Project Authorization on 920205 for Reactor Vessel Closure
Head Penetration Alloy 600 Primary Water Stress Corrosion Cracking.
PLUNKETT.T.F. Florida Power & Light Co. 92/03/23. Document Control Branch (Doc-
ument Control Desk). 2pp. 61164:337-61164:338.
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F. Security, medical, emergency & fire protection plans

9203110188 Revised Pages 1 & 2 to Rev 2 to QEP 175-S3, "Chemistry Director Gener-
al Emergency Checklist."

*  Commonwealth Edison Co. 92/01/28. 3pp. 60897:020-60897:022,

9203110031 Forwards rev 29 to Security Plan.Rev withheld (ref 10CFR73.21).
KOVACH.TJ. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu-
ment Control Desk). 1p. 60897:288-60897:288.

9203090027 Advises that scenario manuals for 920429 emergency plan exercise deliv-
ered to Region III.W/o manuals.

SCHUSTER.T.K. Commonwealth Edison Co. 92/02/26. DAVIS.A.B. Region 3 (Post
820201). 1 p. 60862:145-60862:145.

9203190320 Revised procedures.including Rev 11 to QEP 120-0, "Technical Director" &
Rev 4 to QEP 120-S6, "Drywell Radiation Monitor Time Dependent Correction Work-
sheet."
HOOGHEEN.D. Commonwealth Edison Co. 92/02/26. 4pp. 61062:277-61062:280.

9203110194 Revised Pages 1 & 2 to Rev 2 to QEP 105-S4, "Station Director
Downgrade.Termination & Recovery Checklist."

*  Commonwealth Edison Co. 92/03/01. 3pp. 60897:023-60897:025.

9203190317 Revised procedures.including Rev 9 to QEP 100-0, "Acting Station Director
(Shift Engineer)" & Rev 4 to QEP 100-T1, "GSEP Emergency Procedures Implemen-
tation Guide."
HOOGHEEN.D. Commonwealth Edison Co. 92/03/02. 13pp. 61062:264-61062:276.

9203190323 Revised procedures.including Rev 7 to QEP 720-0, "Drills & Exercises,"
Rev 5 to QEP 720-2, "Equipment & Communication Test" & Rev 4 to QEP 720-S1,
"Monthly Equipment & Communications Sys Test Checklist."
HOOGHEEN.D. Commonwealth Edison Co. 92/03/02. 37pp. 61062:285-61062:321.

9203130070 Forwards safety insp repts 50-254/92-02 & 50-265/92-02 on 920203-
13.No violations noted.Mgt involvement in & support of EOP program at facilities evi-
dent

WRIGHT.G.C. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison
Co. 3pp. 60886:101-60886:121.

-9203130076 Insp repts 50-254/92-02 & 50-265/92-02 on 920203-13.No violations
noted.Major areas inspected:EOPs,implementation of BWR Owners Group emergency
procedure guidelines & actions resolving weaknesses.

RESCHESKE.P.R.. LANGSTAFF.R.A., PHILLIPS.M.P. Region 3 (Post 820201). 92/03/
09. 18pp. 60886:104-60886:121.

9203300274 Revised procedures.including Rev 22 to Table of Contents QEP 110-0,
"Operations Director" & Rev 5 to QEP 110-S1, "Operations Director Alert Checklist."

*  Commonwealth Edison Co. 92/03/10. 7pp. 61207:251-61207:258.

9203200007 Advises that changes identified as Rev 29 to plant security
plan.acceptable.

GREGER.LR.  Region  3  (Post 820201).  92/03/12.   KOVACH.TJ. Commonwealth
Edison Co. 2pp. 60970:033-60970:035.

9203300294 Revised procedures including Rev 17 to QEP 400-0, "On-Site Response
Actions" (table of contents) & Rev 9 to QEP 400-S2, "Responsibility for
Coordination:Security Director," changing ref from IESDA to State of IL emergency

t agency.

ommonwealth Edison Co. 92/03/13. 9pp. 61199:349-61199:357.

9203300301 Revised procedures.including Rev 7 to QEP 710-0, "Training Program"
(table of contents) & Rev 2 to QEP 710-3, "Offsite Support Training Agency."

*  Commonwealth Edison Co. 92/03/13. 7pp. 61207:240-61207:246.

9203300279 Revised procedures including Rev 13 to QEP 300-O.Rev 4 to QEP 300-
S3,Rev 5 to QEP 300-S6 & Rev 6 to QEP 300-T1, updating procedures.

*  Commonwealth Edison Co. 92/03/16. 9pp. 61174:351-61174:359.

9203300289 Revised procedures including Rev 12 to QEO 155-O.Rev 7 to QEP 155-
S1,Rev 4 to QEP 155-S2,Rev 4 to QEP 155-S3 & Rev 4 to QEP 155-T1 .changing
procedure refs from EDs to CEPIPs & correcting titles.

*  Commonwealth Edison Co. 92/03/16. 31pp. 61197:310-61197:340.

9203300307 Revised procedures including Rev 3 to QEP 500-0,Rev 3 to QEP 500-S4 &
Rev 2 to QEP 500-T1 .changing refs to IESDA to State of II Emergency Mgt Agency.

*  Commonwealth Edison Co. 92/03/16. 15pp. 61198:274-61198:288.

9203300310 Revised pages to Rev 5 to QEP 105-0, "Station Director" consisting of
table of contents & Rev 4 to QEP 105-S5, "Command & Control Turnover Briefing,"
changing refs to generating station emergency plan exercise.

*  Commonwealth Edison Co. 92/03/16. 5pp. 61198:352-61198:356.

9203190168 Rev 8a to Figures QCA 6-2 & 6-3,Annex Index & table of contents of emer-
gency plan.

* Commonwealth Edison Co. 92/03/31. 6pp. 60998:219-60998:224.

O. Advisory Committee on Reactor Safeguards reports & correspondence

9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth
minimizers.

SKOVHOLT.DJ, Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P.
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -1OCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

rngtai
* Conr201).  92/02/20.  7pp.  60843:251-
